North American LNG Export Terminals 




Export Terminals 

UNITED STATES 

1. Kenai, AK: 0.2 Bcfd (ConocoPhillips) 

2. Sabine, LA: 3.5 Bcfd (Cheniere/Sabine Pass LNG - Trains 1-5) 

3. Cove Point, MD: 0.82 Bcfd (Dominion-Cove Point LNG) 

4. Corpus Christi, TX: 0.71 Bcfd (Cheniere- Corpus Christi LNG Train 1) 


As of May 8, 2019 








































